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Load Cell - 
KOBASTAR Load Cell 


Load cell 

Quality load cells at global scale for all weighing applications, as well as 
special production custom made loadcell. 

Why should you choose Kobastar? 

All Loadcells are tested according to the test procedures specified in the 
OIML R60 recommendations. 

Load Cell Cable 

Standard PVC flame retardant outer sheath, Aluminum and tinned copper 
braided shielded cable are used in our products to protect against external 
noise and signals. 

Load Cell Calibration 

KOBASTAR LOAD CELL manufactures and sells all its products in its factory 
located in Konya with the assurance of 100% Turkish. 
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